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Message Text 


UNCLASSIFIED 

PAGE 01 BONN 13825 I81857Z 

70 

ACTION EUR- 12 

INFO OCT-01 ISO-00 COME-00 EPA-04 OIC-02 OES-06 /025 W 

038699 

R 181707Z AUG76 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC 1188 

UNCLAS BONN 13825 

E.O. 11652: N/A 
TAGS: CCMS, ENRG 

SUBJECT: CCMS: RATIONAL USE OF ENERGY MIUS PROJECT, 
MEETING IN FRG, DECEMBER 1976 

REE: (A) STATE 204632; (B) WOOD/NIMMO TELCON, AUGUST 13, 

1976 

1 . EMBASSY HAS BEEN INFORMED THAT FRG WIIL HOST SUBJECT 
MEETING AT NUCLEAR RESEARCH CENTER IN JUELICH DECEMBER 
7-9. 


2. DR. PLANTIKOV OP NUCLEAR RESEARCH CENTER IS IN 
PROCESS OF ARRANGING ITINERARY AND ASKS THAT PHILLIPS 
(BUREAU OP STANDARDS) CONTACT HIM DIRECTLY RE 
COORDINATING SCHEDULE. 

HILT .F.NBR AND 


UNCLASSIFIED 


NNN 
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